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NRO group incl Dr. Flax, Gen Stewart, [ __ visatea COR CIA 25X1 
facility at Palo Alto, 6 June. 7 June a mtg w/itek and LMSC 
at P/A developed a test plan to investigate feasibility for using 

in COR system. 


Performance Eval Team met at NPIC to review results of COR #1033 
which was designed to maximize coverage of Sino-Soviet missile 
bases. Potential of msn appeared typically high. 


reviewed 15 June at Hgs. 26X1 
Wright Pat AF Aerial Recon Lab will review next to preclude 


duplic of effort. 


#1034 launched 21 June - Ist capsule recovered 26 June. spools filled 


NRO review(s) completed. 
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